Declassified in Part - Sanitized Copy Approved for Release 2012/02/16 : CIA-RDP78-03424A000800030037-2 



SubJ«cti ( ReviMd Proposal for Rocolving Antonna j 

Rofaniicot (a) latter dated 19 February 1959 25X1 

Enclosures (l) Three (3) copies detailed cast breakdown 

(2) Two (2) drawings, Figure 1 and Figure 2 (one copy of each) 


Gentlewens 

Pursuant to an oral request of the addressee's representative, [has 

revised its technical and cost plus fixed fee proposal for the receiving antenna 
that was furnished under reference (a). The prs^sal has been revised te 
$4,277.36, including fixed fee, by deleting all envirenMntal tests except salt 
spray, plus reducing the nuaber of electrical tests. A detailed cost breakdOMA 
of this aaount is furnished as enclosure (l). 

The revised proposal is pjcedicated upon deleting the following froa the technical 
requireaents that were set forth under reference (a)t 

(1) On the first page the requireaents under the last paragraph entitled 
"Itea B.Te^>erature, C. Vibration, and D. Shock* are deleted in their entirety. 

(2) On pages 2 and 3, the paragraphs pertaining to electrical tests and 
environaental tests are deleted in their entirety, and the following are 
substituted thearefort 


1.0 ELECTRICAL TESTS 

1.1 Patt«m« . Both E plane and H plane patterns of the antenna 
Bounted on a siaulated nast cross-ara will be aeasured at the ends and 
center of the specified frequency band. 


■OMFinF^lTIAL 


1.2 VSWB . The voltage standing wave ratio will be aeasured at 
the output jack of the antenna at the ends and center of the specified 

frequency band. document contains informalion affecting the 

S pb^k ■■ M national defense cf the United States v/ith.in the 
I® I of tile Espionage Laws. Ti.le 13, U.5.C., 

IL» 1 Sections end 794. Its transmission or the revelation COlU 

of its contents in any manner to an unaulhorizod 
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1.3 Gain . Tha gain of tho antenna, relative to an isotropic 
source (or a standard reference dipole) will be weasured at the ends 
of the specified frequency band. 

2.0 ENVIRONMENTAL TESTS 

2,1 Salt Sorav Test . The antenna shall be subjected to the salt 
t^st described in paragraph 4.5, MIL—E—6422D (50 hour test) . 

All other tease and conditions of reference (a), except as aaended herein, 
rewain unchanged. 


ATEtjfb 


Very truly yours. 



25X1 



This document contains information affecting the 
national defense of the Unh d States vnthin the 
meaning of the Espicnago Lav/;?. Title 13, U.S.C., 
Sectlcno / J3 and 794. lis tian;^;nh;sion or the revelation 
of its contorts in any manner to an unauthorized 
person is prohibited by law. 
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